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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 07196 170307Z 
60 

ACTION EPA-04 

INFO OCT-01 EA-09 ISO-OO OES-06 /020W 

044165 

P 170236Z MAY 76 

FM AMEMBASSY TOKYO 

TO SECSTATE WASHDC PRIORITY 9205 

UNCLAS TOKYO 7196 

DEPT PASS TO KIRK MACONAUGHEY, OFFICE OF INTERNATIONAL 
& ACTIVITIES, ENVIRONMENT PROTECTION AGENCY 

E.O. 11652: N/A 

TAGS: SENV, TECH, JA 

SUBJECT: NOX REMOVAL TECHNOLOGY 

1 . TWO ENGINEERS FROM SEITETSU KAGAKU CO., LTD. 

WISH APPOINTMENT ON MORNING OF MAY 25 WITH EPA 
OFFICIALS CONCERNED WITH R&D ON REMOVAL OF 
NITROGEN OXIDES FROM STACK GAS. 

2. REQUEST FOR APPOINTMENT MOTIVATED BY 
APRIL 10 REPORT IN TRADE JOURNAL IN JAPAN WHICH 
STATED THAT EPA IS INTERESTED IN JAPANESE 
PROCESSES FOR NOX REMOVAL. 

3. THE ENGINEERS' NAMES ARE SHOJI MICHIDA, 

MANAGER OF SPECIALTY GASES DIVISION, AND 
ATSUMI KARASHIMA, GENERAL MANAGER OF CHIBA 
FACTORY. THEY ARE LEAVING JAPAN ON MAY 20. 

4. REQUEST REPLY ASAP WHETHER APPOINTMENT ON 
DESIRED DATE IS POSSIBLE AND IF POSSIBLE WHO THEY 
CAN CONTACT AT EPA. 

HODGSON 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSULTANTS, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 MAY 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TOKYO07196 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 89-1 056 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760544/aaaabmbh.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUN 2004 by mendozsm>; APPROVED <10 JUN 2004 by morefirh> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NOX REMOVAL TECHNOLOGY 

TAGS: SENV, TECH, JA, SEITETSU KAGAKU CO LTD, (MICHIDA, SHOJI), (KARASHIMA, ATSUMI) 

To: STATE 
Type: TE 
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